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2 MODELS 

1A includes Griswold Duplex 16/35mm. Splicer (as shown) . $198.00 
IB is same as Model 1A but without Splicer $148.50 


FOR EASIER, MORE EFFICIENT 

MICROFILM INSPECTION 


FEATURES 

CONSTRUCTION ... One piece aluminum housing and base finished in hard baked 
Wrinkle finish. 

SCREEN . . . Translucent white plexiglas, size 16" x 3" enables operator to inspect 
many images at one glance. 

LENS ... 8 power, high quality hand lens enables operator to make detailed inspection 
of individual images. 

FILM PROTECTION . . . Film passes over smooth idler rollers to prevent scratching. 
REWINDS . . . Geared rewinds have adjustable brake to maintain desired film tension. 
POWER . . . 110v., 60 cyl., A.C., 14 watts, 6 foot cord and plug furnished. 


ATLANTIC MICROFILM CORPORATION 


SPRING VALLEY 


NEW YORK 




